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REPORTS ON LOCAL LIGHTHOUSES, &c. 


COPIES of Reports to the Board of Trade by the Trinity House of 

of their Inspection of Local 


No. 1. 


(F. & H. 14,064.) 

RETURN of Inspection of Local Lights, &c., by the Corporation of 







Source 

Condition of 
Lantern, Apparatus, 



Date 












NAME OF LIGHT, &c. 

of 

Local Authority. 



High 

Water. 





Character. 

System. 

Light. 

Establishment 



Vis>t. 



generally. 


Shokeham : 

1S99; 




Feet. 




At end of East Pier 

12 May - 

Shoreliam Harbour 

Green, F. - 

Catadiop- 

171 

Oil 

Good - 

1 









At end of West Pier 

12 » - 

- - ditto - 

| - ditto 

— 

18f- j 

Oil 

- ditto 

2 




f White, F. - 

Catadiop- 

42 

Gas 

- ditto 

3 

Within the Upper entrance 
2. 

12 ,, - 

- - ditto - 

1 White, I 
1 Red, or 
[Green, F.J 

Dioptric 

23 

Oil 

- ditto 

4 

Lee-on-the-Solent : 









On Pier Head 

24 May - 

Sir J. C. Robinson 

Green, F. - 

Dioptric 

15 

Oil 

Fair - 

5 

Bridport : 









On East Pier Point 

10 June - 

Harbour Commis- 

Red, F. - 

Catoptric 

8 

Oil 

Good - 

6 








- ditto 


On West Pier Point 

10 „ - 

- - ditto - 

Green, F. - 

- ditto - 

10 


7 

PadstOw : 



[ 

Single 

I' ' 




On end of South Quay 

1 Aug. - 

Harbour Commis- 

Red, F. -1 

rdinary 

20 

Gas 

Good - 

8 

On end of North Quay - 

1 „ . - 

- - ditto - 

Green, F. ^ 

typo 

lantern. 

j 20 


- ditto 

9 

Clovelly: 









On end of Pier 

1 Aug. - 

Clovelly Court 

White or 

Dioptric 

24-J 

Oil 

Good - 

10 


Estate. 

Red, F. 






Ilfracombe : 









On Lantern Hill 


Trustees of llfra- 

Red, F. - 

Catoptric 

127 

Gas 

Indifferent - 

11 



combe Harbour. 






3 on East side of Outer 

3 „ - 

- - ditto - 

- ditto 

— 

18 

Gas 

Good - 

12 

Jetty. 

On old Pier Head 

3 „ - 

- - ditto - 

- ditto - : 

- 

18 

Gas 

- ditto 

13 

Wooda Bay : 









Ou each end of Pier Head 

10 Aug. - 

Messrs. Lake, and 

2 Red, F. - 

— 

22 

Oil 

Good - 

14 

Lake, Lincoln’s 









Lynmouth ; 









On the beach at the 

10 .Aug. 

Lynton Local 

White, F. - 

Arc lamp 

45 

Elec- 

- 

15 

lliverraouth. 





tricity. 
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REPORTS ON LOCAL LIGHTHOUSES, &c. 


Deptford Strond and the Commissioners of Northern Lighthouses, 
Lighthouses, Buoys, and Beacons. 


No. 1. 

Trinity House, in 1899, pursuant to the 652nd Section of the Act 57 & 58 Yict. c. 60. 


Fog Signals. 

Tide Signals. 

Buoys and Beacons. 

1 


Description. Condition. 

Description. Condition. Number. 

sSS.. c “““- 

If 

Position. 

Remarks. 


Black ball 
pilot flag 
on forc- 


1 Black oblong, 
mooring 


10 Black barrel - Good 

1 Stepper Point Good 


I White spheri- Good 
cal, mooring. 


Established to light up 
both the entrance to 
the port and the 
adjoining esplanade 
and street. 
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REPORTS ON LOCAL LIGHTHOUSES, &c. 


No. 1 . — Return of Inspection of Local Lights, &c., by the Corporation of Trinity House, 



! Date 


Light. 



Condition of 
Lantern, Apparatus, 









NAME OF LIGHT, &c. 

1 of 




High 

Water. 




Visit. 

Local Authority, j 

Character. 

System. 

Light. 

Establishment 

generally. 


Minehead : 

1S99: 




Feet. 




On end of Pier : 

11 Aug. - 

G. F. Luttrell, Esq. 

Green, F. - 


19 

Gas 

Good - 

1 

Watchet : 









2 on West Breakwater 

11 Aug.- 

Harbour Commis- 

Red, F. - 

Catoptric 

28 

Gas 

Good - 

2 



sioners. 







At head of outer protective 

H „ * 

- - ditto - 

ditto 

- ditto - 

15 

Gas 

Fair - 

3 

breakwater, West side of 
Harbour. 









Bridgwater : 4 









Buoys only - 

15 Aug. - 

Corporation - 






4 

Burnham : 









At end of Causeway - 

| 15 Aug. - 

Somerset and Dor- 

White, F. - 

— 

10 

Oil 

— 

5 

set Railway Co. 







Curved on: 










15 Aug. - 

Urban District 

Red, F. - 

— 

27 

Gas 

Very good 

6 


Council. 






Weston-super-Mare : 









Beacon only - 

15 Aug. - 

Commercial Cable 

— 

— 

- 

- 

— 

7 


Co. 







PORTISHEAD : 










15 Aug. - 

Great Western 

White, F. - 

— ] 

15 

Gas 

Good - 

8 


Railway Co. 







River Avon : 









On East Pier at entrance 

17 Aug. - 

Corporation of 

Red, F. - 

Dioptric 

18 

Oil - 

Very good 

9 



Bristol. 







East side of Avonmouth 

17 „ - 

- - ditto - 

ditto 

Gas lamp 

15 

Gas 

- ditto 

10 

West side of Avonmouth 

17 „ - 

- - ditto - 

Green, F. - 

- ditto - 

15 

Gas 

- ditto 

11 

Lock entrance. 

2 at end of Wooden Pier, 

17 „ - 

- - ditto - 

ditto 

_ 

_ 

__ 

- ditto 

12 

Avonmouth. 


















North side 

17 „ - 

- - ditto - 

White, F. - 

Dioptric 

42 

Oil - 

- ditto 

13 

South-West side 

17 - 

- - ditto - 

ditto 

- ditto - 

13 

Oil- 

- ditto 

14 

West extreme - 

17 „ - 

- - ditto - 

Green, F. - 

- ditto - 

15 

Oil- 

- ditto 

15 

On Mainland inside Hum- 

17 „ - 

- - ditto - 

ditto 

- ditto - i 

45 

Oil- 

- ditto 

16 

ball Island. 

2 at yard arm near Dock 

16 „ - 

- - ditto - 

f ditto 
I Red, F. - 

1 GlobeS 
J lantern 

30 

Oil- 

Good - 

17 

entrance, I’ortishead. 








17 and 18 

Commissioners of 


_ 


_ 


18 


Aug. 

the Port of 
Gloucester. 
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REPORTS ON LOCAL LIGHTHOUSES, &c. 


in 1899, pursuant to the 652nd Section of the Act 57 & 58 Viet. c. 60 —continued. 


Fog Signals. 

Tide Signals. 


Buoys and Beacons. 



Description. 

Condition. 

Description. 

Condition. 

Number 

Colour, 
Shape, &c. 

Condition. 

If 

Position. 

Remarks. 





2 

Black, warp- 









ing, flat, 









square, 

wooden. 




- 

- 

Black ball 

- 

1 

Black, warp- 

- 

- 







ing, square, 
flat-topped, 
wooden. 







I 


3 Black pear- 
shaped. 

1 White pear- 

1 



- 

— 


1 

shaped. 

6 Red pear- 

(•Good. 








1 

shaped. 







l 

4 

Perch beacons 












Occasional light, only 









used when a passen- 
ger steamer is ex- 









pected. 





1 Beacon 

In Uphill Bay, 


Yes. 







black base, 
white staff, 









red globe. 









2 Black 

Damaged - 

No. 


— 

_ 

Black balls - 

- 

3 

spherical. 

1 Black con- 

Good 

Yes. 






1 





- 

- 

Black ball - 


“ 

- 

_ 



- 

- 

Black ball 

- 

- 

- 

- 

- 






( 

2 Black globes 









1 Black, cross 





- 

- 


Bea- < 

1 Black tri- 
angle. 

tGood. 

- 






{ 

1 White post 
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REPORTS ON LOCAL LIGHTHOUSES, &c. 


No. 1.— Return of Inspection of Local Lights, &c., by the Corporation of Trinity House, 



Date 



Light. 

1 

Height Source 

Condition of 







of 

Light. 

Establishment 

generally. 

NAME OF LIGHT, &c. 

of 

Visit. 

Local- Authority. 

Character. 

System. 

High 

Water. 

PORTSKEWET : 

1899: 





Feet. 



On Cliarstone Rock - 

17 & 18 

Commissioner 

of 

White, oc- 

Catoptric 

181 

Oil - 

Good - - - 

Aug. 

the Port 
Gloucester. 

of 

culting. 



Oil - 

- ditto 


On Mathern Cliff - 

>, 

- - ditto - 


White, F. - 

- ditto - 

51 

On Chapel Rock 

- 

- - ditto - 

- 

White and 
Green, F. 

- ditto - 

21 

Oil - 

- ditto 

2 near Inwards Rocks 


- - ditto - 


White, F. - 

• ditto - 

f 21 I 
1424 J 

r 24 1 

Oil - 

- ditto 

3 lights at Shepperdine - 

” 

- - ditto - 

- 

White, F. - 

- ditto - 

Oil - 

- ditto 

2 at Fishhouse Farm 

„ 

- - ditto - 


ditto 

- ditto - 

(i8 \ 
1374J 

Oil - 

- ditto 

Opposite Haytvard Rock - 

" 

- - ditto - 


White and 
Red, F. 

- ditto - 

20 

Oil - 

- ditto 

2 at Conigre Pill 

- 

- - ditto - 


White, F. - 

- ditto - 

SI 

Oil - 

- ditto 

Sharpness New Docks : 

On North Pier Head - 

„ 

- - - ditto - 


ditto 

- ditto - 

25 

Gas 

- ditto 

On South Pier Head - 

„ 

- - ditto - 


Red, F. - 

Nil 

25 

Gas - 

- ditto 

On Lydney 


- - ditto - 


White, F. - 


20 

Oil - 

- ditto 

3 on Severn Bridge - 


- - ditto - 

- 

Red and 
White, F 

Catoptric 

” 

Oil - 

- ditto 

Lyde Rock (near Beachley) 

” 

- - ditto - 


White and 
Red, F. 

~ 

16 

Oil - 

- ditto 

Newport : 









At Powderhouse Point - 

14 Aug- 

Harbour Commis- 
sioners. 

White, oc- 
culting. 

Dioptric 

25 

Oil - 

f Lindberg system, 
J occulting shades 
| not revolving 

At Fifoots Point 

14 „ - 

- - ditto - 


Red, oc- 

- ditto - 

25 

Oil - 

[ properly. 









Penarth : 









2 at Dockhead, 1 on each 

12 Aug. - 

Taff Vale Railway 

Green, F. - 

Catoptric 

26 

Gas - 

Good - - - 

Pier. 

Co. 







2 on Post at Pier Head - 

12 „ - 

Penarth Pier Co. - 

Red, F. - 

Dioptric 

{S} 

Gas - 

- ditto 

Cardiff : 









2 on West side of West 

12 Aug. - 

Trustees of 

the 

White, F. - 

— 

70 

Elec- 

Good - 

Dock entrance. 


Marquis of 

Bute. 




tricity 


2 on East side of West 

12 „ - 

- - ditto - 


Red, F. - 

Catadiop- 

/ 25 \ 
120/ 

Gas- 

- ditto 

Dock entrance. 





tric. 



At West Dock entrance - 

12 „ - 

- - ditto - 


ditto 

- 

25 

Gas - 

- ditto 

At East Dock entrance 

12 „ - 

- - ditto - 

- 

White, F. - 

- 

25 

Gas - 

- ditto 

3 on Dock extension, Outer 

12 „ - 

- - ditto - 


Red, F. - 

— 

10 

Oil - 

- ditto 

Breakwater. 









Roath Basin entrance 

12 „ - 

- - ditto - 

- 

Green, F. - 

- 

25 

Gas - 

- ditto 

Nos. 1 and 2 Landing Stage 

12 „ - 

- - ditto - 


Green or 

_ 

- 

Gas- 

- ditto 




Red, F. 





Low Water Pier end 

12 „ - 

- * ditto ■ 


White, F. - 

Dioptric 

42 

Oil • 

• ditto 


5 

C 

7 


9 

10 

11 


13 


14 

15 


16 


18 

19 


20 

21 


24 

25 
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REPORTS ON LOCAL LIGHTHOUSES, &c. 
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in 1899, pursuant to the G52nd Section of the Act 57 & 58 Viet. c. 60 — continued. 
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REPORTS ON LOCAL LIGHTHOUSES, &c. 

No. 1 . — Return of Inspection of Local Lights, &c., by the Corporation of Trinity House, 


Light. 

Heightj 

Source ' 

Condition of 

Character. 

System. 

High 

Water. 

of 

Light. 

Establishment 

generally. 


End of West Breakwater - 11 Aug. - Barry Railway White, 

Company. cultini 

End of East Breakwater - 11 „ - - - ditto - - White, J 

East Jetty Head - - 11 „ - - - ditto - - Green,! 

West Jetty Head - -11,,-- - ditto - - Red 

green, 

East Pier Head - - 11 „ - - - ditto - - Red, F. 

On Breakwater, Barry 11 „ - - - ditto - - ditto 


Feet. 

40 Oil - Good - 


PORTHCAAVL : 

At South-East end of Break- 10 Aug. - Great Western White, red, Oatadiop- 34 Gas 
water. Railway Com- ant * g reen i tr * c 


nner part of Break- 10 
r, 15 feet apart. 


f 441 

1 37J Oil - - ditto 


Port Talbot : 
South Pier 


8 Aug. - Port Talbot Rail- Green, F. - Dioptric 25 Oil - Good - 

way and Docks 
Company. 

8 „ - - - ditto - - Red, F. - - ditto - 28 Elec- - ditto 


1 1 halfway do« r 
Channel. 

2 Docking Lights on fore- 
shore, North side of en- 
trance Lock. 


- ditto - 15 Elec- - ditto 

r 4 r n tricit y- 

- ditto - I Elec- - ditto 

L tricitv. 


Briton Ferry: 
At Dock- 


3 on South side of entrance 10 
to Ferry Basiu. 


10 Aug. - Neath Harbour Red or 
Commissioners. greeD, F. 
10 „ - - - ditto - - White, F. - 


- Good - 

Gas - ditto 


Middle of training wall | 10 „ 
South end of training wall 10 „ 


- - - ditto - 

- - - ditto - 


- Dioptric 20 Gas - ditto 


- ditto - 10 Gas 


Mumbles : 

Raihvay Pier 


8 Aug. - Mumbles Railway Red, F. - Dioptric 34 Acety- Good - 

and Pier Com- lene 

pany. Gas. 

8 „ - Swansea Harbour White, F. - Dioptric 114 Oil- Very good - 

Trustees. 
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REPORTS ON LOCAL LIGHTHOUSES. &c. 


in 1 899, pursuant to the 652nd Section of the Act 57 & 58 Viet. c. 60 — continued. 


Fog Signals. 

Tide Sig 

nals. 


Buoys and Beacons. 


Description. 

Condition. 

Description. 

Condition. 1 

S' umber. 

Shape, &c. 

Condition. 

If 

Position. 

Gong - 

Good - 

Black ball, 
red flag. 

Good. 

- 

- 

- 

- 



















Black ball - 

Good 










_ 

. 

_ 





1 

Bell buoy, 

purple, brown 
and red, 
pear-shaped, 
top mark 
circular cage. 

.Good 

Yes. 

















; 


Black ball - 


ii 

1 Red, pear- 
shaped. 

1 Rod 8s black- 

pear-shaped. 

4 Black. 

| Good 

Yes. 


~ 

- 

- 





- 

- 

- 

- 

- 

_ 

- 

- 
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REPORTS ON LOCAL LIGHTHOUSES, &c. 


No. 1 . — Return of Inspection of Local Lights, &c., by the Corporation of Trinity House, 





Light. 

Height 1 

, Source 

Condition of 
Lantern, Apparatus,' 








of 


NAME OF LIGHT, &c. 


Local Authority. 



High 

Water. 



| Visit. 


Character. 

System. | 

Light. 

Establishment 

generally. 



1899. 




Feet. 




Swansea: 









On end of West Pier 

9 Jug. - 

Swansea Hnrbonr 

Ited, F. - 

Dioptric- 

3 oh 

Elec- 

Very good - 










In same tower as above - 

9 „ - 

- - ditto - 

ditto 

— 

35} 

Oil - 

- ditto 


On end of East Pier 

9 » - 

- - ditto - - ] 

White, F. - 

Arc lamp 

33 

Elec- 

- ditto 

3 

2 at South Dock entrance 

9 - 

- - ditto - - i 

Green or 

— 

44 

Elec- 

- ditto 

4 



Red, F. 






2 at North Dock entrance 

9 » - 

- - ditto - 

ditto 

— 

22 

Eloc- 
Oil - 

- ditto 


Inner end of West Pier - 

9 „ - ] 

- - ditto - 

White, F. - 

Dioptric- 

18 

- ditto 

6 

New Cut Bridge 

9 „ - 

- - ditto - 

Greer. or 
Red, F. 

- 

52 

Elec- 

- ditto 

7 

Prince of Wales Dock, 

9 „ - 

- - ditto - - 1 

ditto 

— 

33 

Oil - 

- ditto 


entrance 3 in a . triangle. 









Llanelly : 









Whitford Lighthouse 

9 Aug. - 

Llanelly Harbour 

White, F. - 

Catoptric 

40 

Oil - 

Good - 

9 



and Bury Navi- | 
gation Conunis- 













Oil- 



On South of Breakwater - 

9 » - 

- - ditto - 

. ditto 

- ditto - 



10 

Satjnderspoot : 









On South Pier 

8 Aug. - 

Bonville Court 



20 

Two 


11 



Coal Company. 

White, F. 



can- 








dies. 



Tenby : 









On Pier Head - 

8 Aug. - 

Corporation of 

Red and 

_ 

20 

Gas 

Good - 

12 



Tenby. 

White, t. 






100 feet within extremity 

8 „ - 

- - ditto - 

Green and 


15 

Gas 

- 

13 

Landing Stage ofNew Pier : 



White, F. 


f30 1 




2 on South-Eastern 


- - ditto - 


Dioptric - 

Gas 

Very good - 

14 

Corner. 





1 -4 ( 



On North-Wesiern 

8 „ - 


White, F. - 

- ditto - 

28 

Gas 

- ditto 

15 

Corner. 









Hazelbeach : 









2 South of Mill Chimney - 

5 Aug. - 

Great Western 

White, F. - 

Dioptric - 

188 L 

Oil- 

Good - 

16 



Railway Com- 


141 /I 





Chorchlake : 









2 

5 Aug.- 

Great Western 
Railway Com- 

White, F. - 

Dioptric - 

/48 1 
(.15 / 

Oil - 

Good - 

17 









Neyland : 









Floating Light at end of 

5 Aug. - 

Great Western 

White, F. - 

Globe lamp 



Good - 


landing Pier. 


Railway Com- 
pany. 
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REPORTS ON LOCAL LIGHTHOUSES, Sic. 


in 1899, pursuant to the 652nd Section of the Act 57 and 58 Viet. c. 60 --continued. 


.2 

3 

4 
.5 
6 


10 


11 


12 


13 

14 

15 


16 


17 


18 


Fog Signals. 

Tide Signals. 

Buoys and Beacons. 







r i 


If 


Description. 

Condition. 

Description. 

Condition. 

iN umber 

Shape, &c. 

Condition. 

Position. 


Bell - 

Good. 

- 

- 

- 

- 

- 

- 


- 

- 

- 

- 


1 gas bell buoy 

- 

- 


— 


Black ball - 

Good 

) I 

1 gas black 
conical. 

1 



— 

— 

— 

— 


1 black & white 
chequered drum. 

r Good 

Yes. 






| 

2 red & black 









conical. 




- 

- 

- 

- 

- 

- 

- 








1 gas bell 




— 


Black ball 

— 

27 ] 
buoys j 

4 gas buoys. 
8 black can. 
2 white can. 

) Good 

Yes. 


— 

— 

_ 


\ 

7 parti-coloured 








2 

Perch beacons 
(showing red 

- 

- 







lights.) 









1 warping, iron, 









cylindrical 

L . 








black. 

) Good 







l 

1 mooring, wood, 
flat, black. 

/ 



- 

- 

- 

- 

1, Will- 
house 
beacon. 

Red, truncated 

Good 

Yes. 




— 

— 

“ 

— 

— 




_ 





1 
















buoys | 

2 Warping 

1 



- 

- 

- 

- 

- 

- 

- 

- 


- 

- 

- 

- 

1 

Black barrel - 

Good. 

- 



o.5o. 


B 2 
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REP0R1S ON LOCAL LIGHTHOUSES, See. 


No. 1 . — Return of Inspection of Local Lights, &c., by the Corporation of Trinity House, 






Height 

Source 










NAME OF LIGHT, Stc. 

of 

Light. 

Local Authority 

Character. 

System. 

High 

Water. 

of 

Light. 

Establishment 1 
generally. 


Milford : 

1899. 




Feet . 




Newton Noyes, on deck of j 


Milford Haven 

Red, F. - 

Globular 

•24 

Oil- 

Indifferent 

1 

Pier. 


Dock and Hail- 


lantern. 





At Dock entrance on West 

a 

way Company. 

ditto 

Ordinary 

20 

Gas 

Good - 

2 

Pier head. 

At Dock entrance, two on 

5 - 

- - ditto • 

Green, F. - 

Catoptric 

f 20 1 

l 17/ 

Gas 

- ditto - - 

3 

East Pier head. 








Milford Haven: 









Castle Pill, on swing 



Red, F. - 

Portable 

- 

Oil. 

— 

4 

bridge. 




globular 

lantern. 




_ 
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REPORTS ON LOCAL LIGHTHOUSES, Sec. 


13 


1899, pursuant to the 652nd Section of the Act 57 Sc 58 Viet. c. 60 —continued. 



Fog Signals. 

Tide Signals. | 

Buoys and Beacons. 



Description. 

Condition, j 

Description. ! 

Condition. 

i\ umber. 1 

Colour, 
Shape, &c. 

Condition. 

if 

Position. 

Remarks 

1 




_ 

X 





This light requires to 
be increased in 











power and raised, 












2 






( 

Bed cylindri- 

) 


to some extent 








cal, iron 

V Good 



3 







mooring 


shoot and railway 








buoys. 



tract,. 

4 


— 

— 

1: 

/ 



! 




[' % B 3 
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— No. 2. — 

(F. &II. 17 , 616 .) 

REPORT by the Commissioners of Northern Lighthouses on Inspection 
of Local Lights in 1899. 

Northern Lighthouse Board, 

84, George-street, Edinburgh, 

Sir, 27 February 1899. 

I am directed by the Commissioners of Northern Lighthouses to transmit, 
for the information of the Board of Trade, copy of a Report by the Commis- 
sioners' Engineer, dated 16th instant, on his inspection of Harbour and Local 
Lights m Scotland during 1899, under “ The Merchant Shipping Act, 1894,” 
57 & 58 Viet. c. 60, sect. 652, sub-sect. 4. 

Excerpts from the Report are being sent to the various Harbours and Local 
Authorities concerned. 

I am, &c. 

(signed) James Murdoch, 

The Assistant Secretary, Secretary. 

Fisheries and Harbour Department, 

Board of Trade, London. 


Report of Inspection of Harbour and Local Lights. 

I beg to report the result of the Inspection of Harbour and Local Lights, 
made during the year 1899, in terms of the 652nd section of the Merchant 
Shipping Act, 1894 : — 

The following lights were 

Cockenzie. 

St. Andrews. 

Hopeman. 

Lybster. 

Oban Pier. 

Portree. 

Mingary. 

Jfhitehills Harbour . — A fixed red light has been placed on the outer 
extremity of the breakwater of this harbour. The light is from paraffin, and 
is condensed by a dioptric apparatus. 

Duncansby . — At the time of my inspection this light, which had been 
sanctioned by the Commissioners, was not in use, but on communicating 
with the County Council, the light, which is fixed red, has been reinstated 

Croggan Pier . — It was found that, although this light was well kept, there 
was no supply of spare glasses which could be used in case of accident. On 
communicating with the Authorities, spare glasses have been supplied. 

Stroma Pier Light . — The light sanctioned by the Commissioners to be 
exhibited at this pier was not in use at the time of the inspection. The 
County Council, however, are taking steps to get this light established at 
once. 

Dunbeath Light . — This light was not in use at the time of my inspection, 
but it has now been restored. 


found in good order, namely : — 

Corpach. 

Uig. 

Black Mill Bay. 
Craignish. 
Lamlash. 
Kirkcudbright. 
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Burnmouth . — On inspecting the lights at Burnmouth Harbour, it was found 
that they had not been exhibited for 18 months. The lamps were found to be 
in a bad state of repair, and I directed the Trustees to have them put right 
without further delay. The fishermen complain greatly of the want of the 
lights, and some accidents may happen, if the lights are not exhibited as 
sanctioned by the Commissioners. The Trustees of the harbour do not, 
however, seem to appreciate the responsibility they are incurring by not 
exhibiting the lights. 

Eyemouth . — On inspecting this light, it was found that the burners required 
to be renewed, and that the glass of the lantern and reflectors was dirty. I 
directed the attention of the Harbour Authorities to this state of matters” and 
the defects have been remedied. 

Coldingham . — It was found that the light apparatus for this harbour was 
away being repaired, and it has now been satisfactorily done. 

Port Seton . — This light was found not to be well kept, and the fishermen 
complain that it could not be seen at any distance. As the incandescent 
burners, which are used here, require more constant attention than is at 
present given to them, I advised the Harbour Authorities to take them out and 
use batwing gas burners, to keep them constantly lighted, if they could not be 
attended to daily, and to see that the glass panes of the lantern are kept clean. 
The Harbour Trustees have undertaken that in future this light will be 
carefully attended. 

Morrison’s Haven . — This light was found to be in a very dirty state, the 
burner and fountain requiring to be put in order, as well as the inside of the 
lantern, which was also in a very dirty condition. The Preston- Grange 
Company have undertaken that this light will be better attended to in future. 

Fisherrow . — The light at Fisherrow Harbour was found to be not well kept ; 
the reflector was not bright, required to be secured in position, and placed 
vertically so as to face the light. The Trustees have since taken steps to 
remedy these defects. 

Whiting Bay, Arran . — A fixed white light has been erected on the pier at 
Whiting Bay, which was opened for traffic in the month of February last. 
This light is well kept. 

Burghead.— The reflectors at this harbour require re-silvering, and this the 
Harbour-Master undertook to get done at once. 

Wick . — The red light on the pierhead was found to be obscured by an 
accumulation of white deposit on the lamp glass from the gas used. The 
reflectors were also not kept brightly polished. I suggested to the Harbour 
Trustees that it would be well that they deputed one of their number to see 
that the lights at this important fishing station are properly attended to, and 
this they have agreed to do. 

Scrabster Harbour.— This light was found to be well kept, but the reflector 
required ,to be re-silvered and a new duplex burner supplied, which the 
Harboui>Master was to attend to. 

Balintore Harbour . — The light was so placed that it has been occasionally 
carried away by the sea, and the Harbour Authorities at present use a temporary 
light. The re-erection of the permanent light is under consideration. 

(signed) D. A. Stevenson, 

Edinburgh, 16 December 1899. Engineer. 
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